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UPUBO02 5 
30 Nowember 1999 


“HORSNDUM POR: Chief, Supplemental Pregruns Division, 06 
‘THROUGH t Acting Chief, Development Frojects Division, DD/P 
ES EOT + Overshipment of System One Power Supplies, 
(G2 Units) MP-10406, to Requirement Ho. 2 under 
Contract Ho, A-JO1 


+ Memo frou Contracting Officer te SPD/0C, DPS~0999 
duted 2 June 1958 ee 


_ i, Reference memorandum indicated that four (4) each HP~10Z06 
“yatem One Power Supplies (C2 Units) were evershipped te you and 
requested they be returned to ua fer shipment back to the Depot. 


2 Eeoent comauniestion with the Contractor and the Depot 
indicates thst no action has been taken to date with regard to 
reference memo. Would you cheek your records and let us know if 
you received eg — 2 Power Supplies and what action was taken 
on our Pequest ese four units are required to complete shi 
ment of our requirements under the Contract, fi 
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